
A beautiful design that will 
enhance the most sophisticated 
environment. 

LED status indicators for clarity of 
information. 

The Drip tray has mains drainage 
option for convenience. 

Measurements are:- 
Height 1080mm 
Width 330mm 
Depth 360mm 


Also available in 
graphite 
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